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( To be published in the Official Gazatte of K erala ) 


FACTORIES AND BO IL ERSDEPARTMENT 


NOTIFICATION 


No. T3 / 6630 / 2019 / F & B . 


4th 0 ctober 2021 


It is hereby notified for the information of public that the Boiler Operation Engineers 


E xam ination - 2021 that has been earlier notified and scheduled to held on 11th and 12th September 2021 


has now been rescheduled to 30th and 31st October 2021 due to relax ation in Covid -19 control 


measures of Government . The Oral and Practical exam ination has been rescheduled to 17th , 18th & 19th 


December 2021 . 


( Sd / - ) 


Office of the irector , 
Suraksha Bhavan . 
Thiruvananthaapuram . 


Director of factories and Boilers 
Chairm an Board of E xam ination 
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